Auge 16, 1943, 


This confirms conversation of todays The 
Mitchel Field I Ball Team of Long Island will replace 


the Ellis Island Coast Guard Team in the doubleheeder at 


Ruppert Stadium, Sund y afternoon, Auge 22nd. The terms 


will remain the sames Enclosed herewith find the probable 
batting order of the team I expect to have the uniform 
mumbers by tomorrow anc .l send them off to you. 

Sorry about mame, but it is something 


that cannot be avoided. 


Very truly yours, 


WeA. LEUSCHNER 


Terme $200 oples 30% fom fal 


